UBRARY 


ILMINSTER  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT  OF  MEDICAL  OFFICER  OF  HEALTH 


Mr.  Chairman  and  Gentlemen, 


I have  the  honour  to  present  a Report  of  the  sanitary 
condition  of  the  Ilmlnster  Urban  District  for  the  year  ended 
31st  December,  1946. 

This  was  again  a year  of  full  employment  for  the  local 
inhabitants  of  the  area,  chiefly  in  the  local  industrial 
undertakings  in  and  about  the  district. 


The  year  was  a healthy  one  on  the  whole  the  only  outbreak 
of  infectious  disease  being  one  of  mild  Scarlet  Fever  among 
children  particularly  in  tbo  prefabricated  settlement  known 
as  "Summervalon , where  the  conditions  prevailing  make  isolation 
difficult.  There  wore  very  few  severe  oases  and  no  mortality. 

VITAL  STATISTICS 
LIVE  BIRTHS. 


Male  Female 


Total  25 

Legitimate  24 

Illegitimate  1 

STILL  BIRTHS 

Total  1 

Legitimate  1 


33 

30 

3 


1 

1 


Deaths  of  children  under 
1 year  of  age.  - NIL 


DEATHS  FROM  ALL  CAUSES 


Total  16 

Causes  of  Death. 

Cancer  of  Stomach  & Duodenum  3 

Cancer  of  other  Sites  excluding 

Breast  . . . ♦ . . . . 2 

Inter cranial  Vascular  Lesions  . . 2 

Heart  Disease  ...  . . . . 6 

Other  diseases  of  circulating  system  - 
Bronchitis  . . . . . . 

Digestive  Disorders 

Suicide  . . . . . . . . 1 

Other  violent  causes  ..  1 

All  other  causes  . . . . . . 1 


16 


l6 


2 

2 

4 

2 

1 

1 


4 


16 


Total 


NOTIFIABLE  INFECTIOUS  DISEASE  OTHER  THAN 
TUBERCULOSIS 


Disease 

Total  Cases 
Notified 

Cases  admitted 
to  Isolation 
Hospital 

Total 

Deaths 

Scarlet  Fever 

49 

27 

Measles 

1 

— 

Erysipelas 

1 

- 

— 

Tuberculosis 

Total  cases  notified  Total  Deaths 


Respiratory  4 

Non-re spiratory  2 


Nil 

Nil 


SCABIES 


Cases  of  this  contagious  disease  wore  very  few 
during  1946.  They  were  dealt  with  at  home  by  application 
of  Emulsion  of  Benzyl  Benzoate.  Contacts  were  examined 
and  treated  if  found  to  be  infected. 


WATER  SUPPLY 

The  public  supply  continued  to  give  a satisfactory 
analysis  after  chlorination  treatment  and  no  serious 
shortage  was  experienced. 

Pcrus  collecting  pipes  at  the  gathering  grounds  were 
partially  replaced  by  galvanised  tubing. 


SEWERS 


There  was  no  new  work  or  sewerage  during  1946. 


HOUSING- 


The  erection  of  houses  on  the  Council’s  site  in  Butts 
was  proceeding  during  1946,  but  no  houses  wore  completed 
for  occupation.  There  is  still  a shortage  of  houses  in 
the  district,  and  a number  of  houses  now  in  occupation  have 
reached  a stage  when  they  are  fit  for  a demolition  order. 
The  conditions  are  however,  no  worse  than  exist  in  many 
similar  areas,  and  are  largely  the  aftermath  of  the  war  yea 
There  are  still  numbers  of  young  married  couples  living 
with  parents  or  in  rooms,  these  one  would  much  like  to 
sec  in  houses  of  their  own. 


FACTORIES  AND  WORKSHOPS 

These  have  been  regularly  Inspected  and  found  in  a 
satisfactory  condition. 

Iam,  Mr.  Chairman  & Gentlemen, 

Yours  faithfully, 

C.C.  COURT  M.B.  , Ch. 3.  , D.P.I 
Medical  Officer  of  Health 
29th  November,  1947*  Ilminster  Urban  District. 


